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SPECIAL C-GRADE 

D-HANDLE & LONG HANDLE 



PIQUA, OHIO, U.S.A. 


WILSON Special C-Grade Shovels — Spades 
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WILSON brand . . . special C Grade shovels and spades 


STEEL I-BEAM 


REINFORCED 



STEEL I-BEAM 


REINFORCED 


ROLLED SHOULDERS 


15 GA. 

SQUARE POINT 
OPEN BACK 



ROLLED SHOULDERS 


15 GA. 

ROUND POINT 
OPEN BACK 


No. 


Size 


Blade 


Weight 
Per Doz, 


Blade 


Weight 
Per Doz. 


2C2TS 2 
2C4TS 4 


9 3 / 4 "x12" 

10 1 / 4 /# x13 // 


54 lbs, 
61 lbs 


Replacement Handle No. VTS-IB 


3C2TS 2 9 ,, x 12 1 / 2 // 52 lbs. 

3C4TS 4 10"xl3y 2 " 56 lbs. 

Replacement Handle No. VTS-IB 



and 


HIGH CARBON STEEL BLADES, HEAT TREATED 


LONG 


HANDLE SHOVELS 


NO. 1 GRADE NORTHERN WHITE ASH HANDLES 



STEEL I-BEAM 



REINFORCED 


ROLLED SHOULDERS 


No. 


Size 


Blade 


4C2TS 2 
4C4TS 4 


9 3 / 4 "xl2" 

10y 4 "xl3" 


Replacement Handle No. KTS-IB 




15 GA. 

SQUARE POINT 
OPEN BACK 


Weight 
Per Doz 
























WILSON brand...a TRU BLU tool by WOOD 




CITS 1 8" xll" 45 lbs. 

C2TS 2 8 3 / 4 "xl 1 y 2 " 47 lbs. 

Replacement Handle No. KTS-IB 


D 


STEEL I-BEAM 




REINFORCED 


’ ROLLED SHOULDERS 


15 GA. 
PERFORATED 
CLIPPED POINT 
RICE 

OPEN BACK 


No. 


Size 


Blade 


Weight 
Per Doz. 


C1TSR 1 8V 4 "xlOV 4 " 52 lbs. 
C2TSR 2 9" xll'/," 54 lbs. 

Replacement Handle No. KTS-IB 


and 


HIGH CARBON STEEL BLADES, HEAT TREATED 


LONG 


HANDLE SHOVELS 


NO. 1 GRADE NORTHERN WHITE ASH HANDLES 


STEEL I-BEAM 




SPADES 


REINFORCED 


ROLLED SHOULDERS 


STEEL I-BEAM 


14 GA. 

GARDEN SPADE 
OPEN BACK 



REINFORCED 


ROLLED SHOULDERS 

14 GA. 
GARDEN SPADE 
OPEN BACK 


No. 


Size 


Blade 


Weight 

Per Doz. No. 


Size 


Blade 


Weight 
Per Doz. 


6C2TS 2 7 1 / 4 "x12 // 58 lbs. 7C2TS 2 7% // xl2 ,/ 63 lbs. 

Replacement Handle No. VTS-IB Replacement Handle No. KTS-IB 


/ 


STEEL I-BEAM 


REINFORCED 


No. 


/ 


Size 


I 15 GA. 
MOULDERS 
y OPEN BACK 


Blade 


Weight 
Per Doz. 


9C2TS 2 10"xl2" 54 lbs. 

Replacement Handle No. VTS-IB 
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Steel Banded 
MOLY D HANDLE 

Wood’s Moly D handle is wide 
and comfortable to the hand. 
It is stronger than ordinary 
handles, and won’t work loose, 
split, or check. 






WILSON brand 


; , ' ' 'I 




Tough , Slow Growing 
Northern White Ash. 

Handles are No. 1 Grade, straight grain 
Northern White Ash, smoothly sanded and 
fully finished. The timber is kiln dried in our 
own plant, with care to prevent case harden¬ 
ing or checking. 


Optional D Handles To Your Order 



West Virginia 
Pein 

Malleable D 



Steel 
Moly D 



Rubber Pein 
Malleable D 



Rubber Pein 
Aluminum D 


PATENTED STEEL I-BEAM REINFORCEMENT 

Wood’s steel I-Beam insert adds 50% more strength at the 
point where 65% of all handle breakage occurs. The two- 
piece reinforcement is riveted solidly through the blade 
socket, but flanged around the handle above the socket, 
giving added strength without sacrificing resiliency or spring. 


IPLACEMENT HANDLES 


VTS-IB 28" Moly D handle for open back shovels and 
spades. 


£ 3 * 


KTS-IB 48" Long handle for open back shovels and 
spades. 

Note. Replacement handles for Wilson brand open back blades come with 
steel I-Beam reinforcement as standard. If I-Beam is NOT WANTED, order 
by catalog number, and drop suffix letters “—IB”. 


THE WOOD SHOVEL & TOOL COMPANY, PIQUA, OHIO 






























